DEPARTMENT OF THE AIR FORCE 6924TH ESS REGULATION 205-3 

6924th Electronic Security Squadron (ESC) l 

Wheeler Air Force Base HI 96854 - 18 October 1982 

Security 

COMFY HYDRA PROGRAM 

This regulation sets up the 6924 ESS COMFY HYDRA program • It describes and 
expands responsibilities in AFR 205-14 /ESC Supplement 1 to control and log 
items taken into or out of the 6924 ESS areas of responsibility within the 
Field Station Kunia (FSK) Operations Complex. It applies to personnel as- 
signed to the 6924 ESS. 

1. Resoonsibilities . Each branch or section chiefs and flight commander 
must ensure that procedures set up in this regulation are followed. 

2. Duties : 

a. LG will: 

(1) Use AF Form 3133, General Purpose, to keep a COMFY HYDRA Log on 
all equipment and furnishings taken into or out of the LG area. Annotate 
the log for all equipment repaired, within or outside the area. See attach- 
ment 1. 

(2) Immediately notify the 6924ESS/SP and the COMFY HYDRA office 
(6924ESS/DOU) if any suspect devices are found. 

(3) Send the COMFY HYDRA Log for the previous month to 6924ESS/D0U by 
the third duty day of the following month. 

(4) Classify the COMFY HYDRA Log as -CONFIDENTIAL- when entries are 
made . For downgrading instructions , use "CLASSIFIED BY : USAFINTEL 201-6 , 
DECL: OADR." 

b. Flight commanders will: 

(1) Keep a COMFY -HYDRA Log for all seven flights on all equipment and 
furnishings taken into or out of the flight operations area. See attachment 1. 

(2) Immediately notify the 6924ESS/SP and the COMFY HYDRA office 
(6524ESS/DOU) if any suspect devices are ^our.d. 

(3) Send the COMFY HYDRA Log for the previous month to 6924ESS/DOU by 
the third duty day of the following month. 

(4) Classify the COMFY HYDRA Log as "CONFIDENTIAL" when entries are 
made. For downgrading instructions, use "CLASSIFIED 3Y: USAFINTEL 201-6, 
DECL: OADR." 
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c- The Chief of DOU will: 



(1) Keep at master CONEY HYDRA. Log for all day shops,, except LG, within 
the FSK Operations Complex* Each branch or section chiefs (ACB, CCF, CCQ, DA, 
DO, DOA r DOE, DOF, DOO, DOS, LG, SP, XP) coordinates with 6924ESS/DO0 before 
taxing- any equipment and furnishings into or out of their branch- or section* 

(2) Immediately notify the 6924ESS/SP if any suspect devices- are found, 

(3) Send a COMFY HYDRA Log for the previous month to the COMFY. HYDRA, 
office (6924ESS/DOU) by the third duty day of the following month, 

(4) Classify the COMFY- HYDRA Log as -CONFIDENTIAL" when entries are 
made. For downgrading instructions r use "CLASSIFIED BY": USAFINTEL 201-6 , 
DECL; OADR." 

FOR THE COMMANDER 




MICHAEL L- MORGAN-,. MSgt, USAF 1 Attachment 

Chief of Administration Sample COMFY HYDRA Log 
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Sample- of COMFY* HYDRA Lo? 



(THIS PAGE IS UNCLASSIFIED,. FOR EXAMPLE ONLY) 



AF It?" 3133 



OATE 


ITEM 


BRAND NAME 


C0«=Y WRDRA LOG CONFIDENTIAL 

WOKEMCLMURE. K30M OR 
OR MODEL SERIAL » LOCATION 


REMARKS 


1-10-tZ 


Rzpnnduc&con 
Uachlnz 


Xtnox 


3/00 


374-7 74-290 


702 


iivLticuL JAAtaAJLaXion 


l-IQ-lt 


TupzwiitZfi 


IBM 


SzLzc&iic IT 


25-2966047- 


727 


con&LaaCo* KtpauUi 


3-70-S2 


Fax 


VACOU 


472G 


42763A40 


277B 


1 
ConZKOcXot PUT 


5-70-12 


ComouXzn. 


HzvxLzXZ- 
Vacktvul 


9I30A 


7302A077-J 


277C 


Added diac pas. ^nom • 
Local. cjon&iacJtox 


S~10-iZ 


Tztzphonz 


UzsiZAn EtzcC- 
nJLc Zonp. 


5644HIiU 


M/A- 


27717 


InsAwmnt zxckanazd 


S-10-SZ 


Receive* 


W.J. 


72 J 


456- 


TA02 


Locattu ptacuxed 


6-10-lZ 


Vz&k 


W/A 


M/A 


W/A 


722-SSot Jo nz6 


locaUUt pnjaaxzd 


6-10-iZ 


Chain. 


&//A 


M/A 


W/A 


722-SSot Jonz& 


LocaULu pfwcju. 


:zd 


10-10-n 


r~in.z ExJX 


Badazn. 


Z\ qals 


W/A 


277F 


Zzplaczmznt 




70-70-S2 


UicAa (><chz 


MTMT - CAT 


774 


M/A 


277 F 


ConVtacXcx. xzvusizd 


n-io-zz 


Vz&k. Lamp 


SuumzLLzk Co. ' 


3227 


M/A 


722-SSot JonzM 


Locattu pfwcu. 


.zd 


iz-io-tz 


Ctodz 


[Elzc&Uc) 


— 


— 


DO (Halt 


Locailn pxocuXzd 


\z-\o-iz 


CoiUee Pot 


Woieicj 


» 


- 


Z71G 


Locattu o.%ocw 


zd 


13-10-S2 


KddLbxz .Uach-6:; 


i'wje 


T35C 


E5S3-SZ 


27TH 


CcnCxaz£c-\. zztcu^izd 


U-10-tZ 


1 
TV UonUo-x 


RCA 


XL7C0 


77S5£7£ 


277 


Con&izczo-i •LZtcu/izd 


W-1C-IZ 


Fan 


F.vca^i 


G70-T5 SFT 


CC?i33 


2779 


1 


I5-JC-52 


Szlc 


Mocic.i 


r . ' 


• 

7777-?:=-?^:- 


272 •% 


'.zcLzztrcrJC 




n-io-n 


Tz&t Eqtiipt 


Tect-to nix 


325 
OaccCccscopfc 


Z460135 


Z71E 


KzXuAnzd fox FUEL 


U-10-&2 


'~C*d ^'.CCC-iC 


iff n .* - *. 


M^crz T! 


i 
732r37 ! 


277A 


ir.iJU.zi cr-i tat lzZ*Lcn 


J 1-12-11 




":i6ciCi-. 




7 2-7-0" 


277G 





GENERAL PURPOSE ,ion~ v s- 

CONFIDENTIAL 
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